ADVERTISEMENT  for  BIDS 

NOTICE  is  hereby  given  by  the  Board  of  Public  Works  of  the  City  of  Fort  Wayne,  Indiana,  that  sealed  Bids  for: 

Spy  Run  Interceptor  Relief-Siphons 
CONTRACT/RESOLUTION  NUMBER  76118 

will  be  received  by  the  Board  of  Public  Works  at  its  office  in  Room  210,  Citizens  Square,  200  E.  Berry  Street, 
Fort  Wayne,  Indiana  until  8:30  a.m.,  and  subsequently  in  the  Council  Chambers,  Garden  Level,  Suite  035, 
Citizens  Square  from  8:30  a.m.  until  9:00  a.m.  local  time,  on  11/1/2017.  Bids  submitted  shall  be  publicly  opened 
and  read  aloud  at  the  Board  of  Public  Works  meeting  immediately  following. 

The  funding  source  for  this  project  is  2014  SRF  Bond. 

The  Contractor  shall  furnish  all  labor,  insurance,  equipment,  materials  and  power  for  the  complete  performance 
of  the  following  project,  Spy  Run  Interceptor  Relief-Siphons  as  follows: 

The  project  will  consist  of  installing  an  additional  30"  sanitary  siphon  at  two  locations  under  the  Spy 
Run  Creek  through  open-cut  methods.  The  siphons  will  require  210  LF  of  30"  ductile  iron  sanitary 
sewer  piping  and  fittings,  5  sanitary  structures,  existing  sanitary  structure  modifications,  and 
restoration  to  the  sites. 

all  in  accordance  with  the  Bidding  Documents  as  prepared  by  Fort  Wayne  City  Utilities  -  Fort  Wayne,  IN. 

No  Bid  will  be  accepted  from,  or  contract  awarded  to  any  person,  firm,  or  corporation  that  is  in  arrears  to  the 
City  of  Fort  Wayne,  Indiana,  upon  any  debt  or  contract,  or,  who  has  failed  to  execute,  in  whole  or  in  part  in  a 
satisfactory  manner,  any  contract  with  the  City;  or,  who  is  a  defaulter  as  to  surety  or  otherwise,  upon  any 
obligation  to  the  City,  or  is  engaged  in  litigation  with  the  City. 

A  Pre-Bid  Conference  will  be  held  on  10/24/2017  at  9:00:00  AM  local  time  at  the  Citizens  Square  200  East 
Berry  St.  Suite  250  (Conference  Rm  255)  to  familiarize  prospective  bidders  with  the  proposed  project  and  to 
answer  any  questions. 

Bidders  must  obtain  a  copy  of  said  Bidding  Documents  at  the  Board  of  Public  Works,  Suite  210,  Citizens 
Square,  pursuant  to  submitting  their  bids,  and  pay  $100.00,  non-refundable,  for  each  set  of  Bidding  Documents. 

No  Bid  may  be  withdrawn  for  at  least  90  days  after  the  scheduled  time  for  receipt  of  Bids  so  as  to  allow  review 
of  Bids  before  announcing  award  of  Contract.  The  successful  Bidder  will  be  required  to  furnish  a  satisfactory 
Labor  and  Material  Payment  Bond  and  Performance  Bond  each  in  the  amount  no  less  than  one  hundred  (100%) 
percent  of  the  contract  price. 

The  Board  reserves  the  right  to  reject  any  and  all  bids  for  failure  to  comply  with  applicable  laws  and/or  with  the 
Instructions  to  Bidders.  The  Board  also  reserves  the  right  to  waive  any  defect  in  any  bid. 

Board  of  Public  Works 
Robert  P.  Kennedy,  Chair 
Mike  Avila,  Member 
Kumar  Menon,  Member 

ATTEST:  Lyndsey  Richards,  Clerk 

Publish:  10/13/2017,  10/20/2017  in  the  Journal  Gazette  and  10/18/2017  in  Frost  Illustrated,  Inc. 
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